Poetry. 


3 . -- ‘Winter Scenes. : 
+ Be AA i OR - ie ae 
'Tis a fearful night in the winter time, 
om . ie cold he can be; : ‘ 
? é., The roar of th torm is heard like the chime, 
: Of the waves of an angry sea. | 
The moon is full but her silver light, 


bey The storm dashes out his wings to-night, | 
% And over the sky from south to north, | 
a ¢> Not a star is seen as the winds come forth 
= To the strength of a mighty glee. 


All day the snow came down—all day— 
As it never came down before, 
& And over the earth at night there lay 
4a Some two or three feet or more; 
r. The fence was lost, aud the wall of stone; 
The windows block’d and the well-curb gone} 
The haystack grown to a mountain lift; 
And the woodpile looked like a monster.drift 
Pan As it lay at tie farmer’s door. 


7 

’ As the night set in, came hail and snow, 

a >» ~~ And the air grew sharp and chill, 
And the warning roar of a sullen blow 

« Was heard on the distant hill; 
And the Norther !+see! on the mountain peak, 
In his breath how the old trees writhe and 
He shouts along the plain, Ho! Ho! [shriek! 
He drives from his nostrils the blinding snow, 

And growls with asavage will! s 


Such a night as this to be found abroad 
Tn the snow and the stinging air, 2 
A shivering dog imho field by the road, bes 
When the hail through his shaggy hair,~— 
The wind drives hard, doth crouch and growl, 
And shut his eyes with a dismal how] ; . 
~ Themto shield himself from the cutting sleet, 
" His nose is pressed on his quivering feet, 
Pray, whut does the dog do there? 


His master came from the town to-night, 
And lost the traveled way; i 

And for hours he trod with main and might 
A path for his horse and sleigh; 

But deeper stilt the snow drifts grew, 

And colder still the fierce wind blew, 

And his mare a beautiful Morgan brown, 

At last o’er a log had floundered down, 
That deep in a huge drift lay. 


Many a plunge, with a frenzied snort, 

She made in the heavy snow; 
And her master strove till his breath grew short 

. With a word and a gentle Llow; — 
But the snow was deep, and the tugs were tigtt, 
His hands were numb'd, and had lost tacit 
might, 

Sd he struggled hack to his sleigh again, 
And strove to shelter himself in vain, 

With his coat and his buffalo.” 


He has given the last faint jerk of the rein 
‘ To rouse up, his dying steed ; 
And the poor dog howls to thé blast in vain 
For help in his master’s need. 
4 He strives for a while with a wistful ery 
\ To catch but a glance from his heavy eye; 
And wags his tail if the rude wind flap, 
The skirts of his coat across his lap, 
And whines that he takes no heed. 


Tae wind gocs down, the storm is o’er, 
’Tis the hour of midnight pa® ; 
The forest writhes and bends no more 
In the rush of the mighty blast, 
The moon looks out. with a silver light 
On the high old hill, with the snow all white, 
And the giant shadow of Camel’s Hump, 
Of ledge and tree and ghostly stump, 
On the silent plain are cast. 


But they are they—by the hidden log— 
Who came that night from the town— 
All dead! the man and his faithful dog; 
And his beautiful Morgan brown. 
Re sits if his sleigh—his face is bland, [hand, 
With his cap on his head, and the reins in ‘his 
te dog with his head on his master’s feet, 
© Knd the horse half seen through the crusted 
sleet, ; 
Where she lay when she floundered down! 


A Flight of the. Mind. 


= BY MISS MARY ANN STEELE, OF HUMBERSTONE. 


(For the Welland Herald.) 
Who can define or comprehend 
The never-dying mind, 
Whén with free wings it soars at large, 
Tt cannot be confined. 3 : 
Diseasesand pain the most-severe 
My body long have claimed, 
But my Immortal Soul is free, 
And cannot be restrained, 


Down in the bowels of the earth, 
With perfect ease I go; 

Traverse the great and mighty deep, 
Its mysteries to know. 


Earth, fire, and water I pass through 
With equal ease, anda i: 
From pole to pole, o'er land sea, 
Go round this earthly ball. 


I then like Alexander weep 
For other worlds to see, 
Until I view Fon countless sung, 
And I feel that I am free. 


e 
I then set off upon a, cloud, 
If one by chance be there, 
thal rgm thence I go to visit Mars, 
eee mee ee 


To other planets then I £9, 
On Jupiter I call, 

And never quit the fancied roynd, 
Until I visit all. 


Then thoughts dart off with lightrin« 

Some distant worlds to find, [speed 
And reason cannot forge a chain, 

To circumscribe the mind. - 
But it forgets this mass of pain, 

And soars through endless space, 


“O’er systems, suns, and worlds unknowy 
Grow suiceier im wae aatTT. © e 


And should it thus increase in speed, 
Throughout the eternal yeat, . * 

Its journey will be just begua.— 
God centres there and here. 


and the public generilly for théVery liberal 
past year, and hope by strict and prompt at- 
esame. : 
very complete in every Department, and they . * 
times for money, and in view of making new 
HEAP FOR CASH. 


$y DEPARTMENT 
nter Trade, consisting in part of 
~PMannels, Blankets, Broadcloths, P i 

 Overcoatings, i 


and Ready Made Clothing, 


per and Window Hangings, j 
Groceriés and Provisions, : y 
ils, Paints, Windoly Glass and Putty, 

10 bbls) Extra Golden Syrup, 

Horse Shoe, Wrouglit, Cut Nails and Spikes. 
©NT MEDICINES. 


nd Glass Ware. 


‘9 well to call and examine, before purchasing» 
complete. ; 


HENRY:..T: ROSS; 
RCHITECT, CIVIL ENGINEER, «& 


’ DRAFTSMAN, 
MERRITTVILLE. 


BGs” Surveying done under the direction 
ind with the. approbation of Jacos Misner, 
Hsq., Provincial Land Surveyor. 

La Plans, Specifications and Estimates, 
made for Public and Private Buildings and 
Works; Plans, &c., drafted; Drainage of Lands, 
nd Drainage and Ventilation of Buildings, 
particularly attended to. Works superin- 
rended. 


_Merrittville, July 17th, 1856. 409-y 
> q oi Sas 
LAST CALE. .. 
LL Notes end Accounts due BE. Root, or, 
Roor & Witxrrson, if not paid immedi; 
ately, will be putin pebrocdas for Collection, 
R 


{ ; OT & WILKERSON, 
Fi St. Jolin's, Aug. 25, 1856. 115-tf 


Merrittsville Tinshop 


HE Undersigned begs to inform his friends 
and the public generally that he has 
constantly on handat his Shop at Merrittsville, 
@ supply of Cooking, Parlor, and Box Stoves; 
Plain and Japanned Tinware, Copper and 
Sheet Iron, Force and Lift Pumps. 

All articles in his line kept constantly on 
hand, or made to order. Jobbing of all kin 
done with neatness and dispatch. 

Farmérs’ Produce, rags, old copper, lead, 
fron, &c., taken in exchange for wares. 


A good journeyman wanted, to whom good 

ages and constant employment will be given. 
W._H. AYERS, 

Merrittsville, Oct. 15, 1856. 122" 


How to Save Money! 
| Seapets YOUR 


FALL AND WINTER 


CLOTHING! 


Where you can see a very large Stock, 


At Bao chlh/’s 


TAILORING AND CLOTHING 
ESTABLISHMEN', 
Be EC Eee Ue 

* At Prices to suit the Times. 


pea Terms easy as usual, 
Fonthill, Oct. 8, 1856. -121 
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AAD pee os aul Sale, x 
RING Lo No. 44 and north half/of 45 in : : 
he 7th Concession of Vownship of Wain- . 

fleet, Welland County, are hy the re 

Welland, about 50 acres undor good cultiva- , 

tion. There is on the farm a good Frame 

Barn $2 by 60, comfortable House and Work- 

shop, 150 bearing Fruit Trees (well grafted), 

The balance is well-timbered with pine and 

hardwood for which there is a good market in 

the bank of the river, two miles from the flour- 

shing yillage of Wellandport, which affords a 

good market for all kitids: of furm produce, © 

é or_in. partsi— 


itle wont fHill_be.so 
at good and sterms Apply, if by 


r 
te 4 
: office, Brant 


, liberals” 
% post-paid, ‘Mt. Vernon pos 


3... r JAMES THUMPSON, | ¢: 
_ Brantford, Nov. 19, 1856, Seat : ae 


' | HANDSOME 
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